THE RAINBOW FALL is the widest of the four which together make \ictona         ^
Africa. The chasm into which the falls thunder beneath rainbow spray is more than twice
the depth of Niagara, and the waters of the Zambezi River strike against the opposite wall
of the gorge   before entering the forty-mile Z-shaped stretch of the main canyon.
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